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DISSEMINATION CONTROL ABBREVIATIONS 


NOFORN- Not Releasable to Foreign Nationals 
NOCONTRACT- Not Releasable to Contractors or 
Contractor/Consultants 


PROPIN- Caution-Proprietary Information Involved 

ORCON- Dissemination and Extraction of Information 
Controlled by Originator 

REL...- This Information has been Authorized for 
Release to... 
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PROBABLE HIGH EXPLOSIVES TEST FACILITY UNDER CONSTRUCTION ( 
KHADEJI PROBABLE HIGH EXPLOSIVES TEST FACILITY, PAKISTAN. Bs 
25X1 


l. SIGNIFICANCE: THE FIRST IDENTIFICATION OF A PROBABLE 
HIGH EXPLOSIVES TEST FACILITY AT KHADEJI. _CSWN) 


Ds REMARKS: THE PROBABLE HIGH EXPLOSIVES (HE) TEST FACILITY 
WAS IDENTIFIED UNDER CONSTRUCTION 31 NM ENE OF KARACHI ON 
IMAGERY OF THIS FENCE-SECURED FACILITY 25X1 
CONSISTS OF A CONTROL/INSTRUMENTATION BUILDING, A LARGE 
L-SHAPED CONCRETE APRON, A POSSIBLE HE FIRING POINT, AND 
A POSSIBLE CABLE TRENCH. TWO LARGE EARTHEN BERMS 
SEPARATE THE CONTROL/INSTRUMENTATION BUILDING FROM THE 
POSSIBLE HE FIRING POINT. ALSO AT THIS FACILITY (NOT ON 
GRAPHIC) ARE THREE POSSIBLE SUPPORT BUILDINGS, THREE 
POSSIBLE HOUSE TRAILERS, EXCAVATIONS FOR FOUR POSSIBLE 
BUN SITES, AND A ROAD NETWORK UNDER CONSTRUCTION. 

SWN ; 


ANALYST'S COMMENTS: A POSSIBLE CONNECTION MAY EXIST 

BETWEEN THIS PROBABLE HE TEST FACILITY AND THE NUCLEAR 

PROGRAM IN PAKISTAN. 25X1 
25X1 
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These notes have been prepared for briefing purposes only and should not be used for detailed analytical work. 
Their use should be restricted to the particular briefing board(s) they weré prepared for and must be considered 
valid only for the reporting period as indicated by the date of issue. : 
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